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SAINT  JOHN'S  EPISCOPAL  CHURCH 

Franklin,  Pa. 

Founded  1827.  This  is  the  third  Church  erected 
on  this  site.  Present  Building  built  in  1900.  St. 
John's  is  noted  for  its  Tiffany  Art  Glass,  its 
beautiful  Mosaics  and  Art  Treasures. 

St.  John's  Episcopal  Church  is  located  at  the  cor- 
ner of  Twelfth  and  Buffalo  Streets. 

Hours  of  Service: 

Sundays 

8:00  a.  m.— Holy  Communion 

11:00  a.  m.— Morning  Prayer  and  Sermon 
1st  Sunday— Holy  Communion 

Saints'  Days,  Holy  Days  and  Thursdays, 
Holy  Communion  at  10:30  a.  m. 
(except  July  and  August) 

The  Church  is  open  daily  for  Prayer  and  Medi- 
tation. 

VISITORS  ALWAYS  WELCOME 
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